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Mint of the United States at Philadelphia, Pa. 

Custodians Office 
May 28, 1890 

Permit Driver of N.H. March & Co. to pass out Juniper St. gate with Patterns of grate Bars and 
Silver furnace plates from Coiners Department as per advice of order May 26/90. Fine Order 
Book Chief Clerks Office. 

J.V.Ege 

Custodian 

[Attached handwritten note:] 

Grate Bar Passed One Cast Iron 
John Marsh Jr. 

Gate Keeper 



